reservoir has a surface area of 60 acres and a capacity of 700 acre-feet, its maximum depth being 16 feet.
The construction  of  the Castlewood dam was  attended by much opposition from the  citizens of Denver, who were apprehensive of its
safety and severely criticised the plan. Unsuccessful attempts were made to enjoin the construction, but it was finally permitted to be completed.
On April 30, 1900, after a very heavy rainfall exceeding all previous records, the reservoir was filled, and it was reported that 500 cubic feet per second passed over the top of the dam, and through the 40-foot
